CENTRAL  FALLS,  RHODE  ISLAND 

This  scene  shows  a  portion  of  Broad  Street 
and  the  entrance  to  JENKS  PARK.  Located  on 
six  acres,  it  has  two  huge  umbrella  towers 
with  benches,  also  a  children's  wading  pool. 
Seen  in  the  background  is  Notre  Dame 
Church. 
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